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ACTION OES-06 
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R 151808Z APR 76 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 0852 

UNCLAS LONDON 05899 

E.O. 11652: N/A 

TAGS: OCLR, TGEN, NO, UK, IC 

SUBJECT: R/V KNORR CLEARANCE FOR 5-30 MAY 1976 

REF: DEPT A- 1531 

1 . UK FOREIGN AND COMMONWEALTH OFFICE (FCO) INFORMED 
EMBASSY APR 15 THAT KNORR CRUISE CLEARED AS REQUESTED 
REFAIR. 

2. FCO ALSO PROVIDED CERTIFICATE "AUTHORITY TO CARRY- 
ON SCIENTIFIC OPERATIONS" SIGNED BY OFFICER OF THE 
SECRETARY OF STATE FOR SCOTLAND, WHICH IS TO BE 
CARRIED ABOARD VESSEL DURING THE TIME IT IS IN UK 
WATERS. THIS CERTIFICATE BEING POUCHED UNDER COVER 
DS-4 TO MR. W. ERB, OES/OFA/MST IN DEPARTMENT. 

3. UK APPRECIATES OFFER TO ALLOW OBSERVER ON BOARD 
KNORR BUT RELUCTANTLY DECLINES OWING TO OTHER COMMITT- 
MENTS OF INTERESTED SCIENTISTS. 

4. FCO CLEARANCE INCLUDED FOLLOWING NOTE 

BEGIN QUOTE: THE KNORR SHOULD OBSERVE THE USUAL PRE- 
CAUTIONS TO AVOID ANCHORS, TRAWLS, SAMPLING QEAR OR 
OTHER EQUIPMENT COMING INTO CONTACT WITH SUBMARINE 
PIPELINES AND CABLES AND OBSERVE THE STATUTORY 500M 
SAFETY ZONE AROUND ANY OFFSHORE OIL AND GAS INSTALLATION. 
END QUOTE. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: SCIENTIFIC COOPERATION, KNORR R/V 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 APR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976LONDON05899 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 44-0684 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760458/aaaabxea.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: oatisao 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 JUN 2004 by SilvaL0>; APPROVED <10 SEP 2004 by oatisao 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: R/V KNORR CLEARANCE FOR 5-30 MAY 1976 
TAGS: OCLR, TGEN, NO, UK, 1C 
To: STATE 
Type: TE 
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